U.S. Department of Labor 

Occupational Safety and Health Administration 


Notice of Alleged Safety or Health Hazards 



Complaint Number 


1614284 


Establishment Name 

BLAKE MEDICAL CENTER 

Site Address 

2020 59TH ST. W., 

Bradenton, FL 34209 

Site Phone 

941-792-6611 

Site FAX 


Mailing Address 

2020 59TH ST. W. 

Bradenton, FL 34209 

Mail Phone 

941-792-6611 

Mail FAX 


Management Official 


Telephone 


Type of Business 


Primary SIC 

Primary NAICS 622110 - General Medical and Surgical 
Hospitals 


HAZARD DESCRIPTION/LOCATION. Describe briefly the hazard(s) which you believe exist. Include the approximate 
number of employees exposed to or threatened by each hazard. Specify the particular building or worksite where the alleged violation 
exists. 


The employer has not established and maintained an accurate record for each employee with 
occupational exposure to COVID-19. 


The employer is not testing staff members who have been exposed to COVID-19. 


The employer is not testing patients with known or suspected exposure to COVID-19 . 


The employer is not notifying staff members when a staff member and/or patient tests positive for 
COVID-19. 


The employer is permitting staff members with known or suspected exposure to COVID-19 to 
continue working. 




























Employees are exposed to respiratory illness, in that, personal protective equipment, i.e., respirators 
and face masks are not provided. 




